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ERRATA 


Thorp, Robbin W. 1979. Structural, behavioral, and physiological adaptations 
of bees (Apoidea) for collecting pollen. Ann. Missouri Bot. Gat'd. 66: 788- 
812. 

P. 791, in Table 1, should read Hylaeinae, not Hyaelinae. 

P. 797, Fig. 12 caption, should read Paratetrapedia (Paratetrapedia) not Exo- 
malopsis. 

P. 809, Grinfeld, E. K. should read 1962, vol. 41 not 1969, vol. 48. 

P. 811, Pasteels, J. M. & J. J. Pasteels should read 1977, Arch. Biol. 88: 441 — 
468, not 1979 (in press). 

P. 811, Thorp, R. W. & D. L. Briggs should read 1980, 53: 166-170, not 1979 (in 

press). 


I thank J. Neff, Austin. Texas, for bringing the first errors to my attention. 

—Robbin W. Thorp, Department of Entomology, University of California, Davis, 
California 95615. 
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